THE TOBACCO INSTITUTE 

1875 I STREET, NORTHWEST 
WASHINGTON, DC 20006 
202/457-4800 • 800/424-9876 


October 12, 1989 


Mr. William F. Kuhn 
Director Research & Development 
Support 

Philip Morris U.S.A. 

P.O. Box 26583 
Richmond, VA 23261-6583 

Dear Mr. Kuhn: 

At the request of Dr. Steele, I am enclosinq the budget proposed 
for the operation of The Tobacco Institute Testing Laboratory 
during the 1990 calendar year. The figures are based on present 
and projected expenditures. 

if this proposed budget meets with your approval, please so 
indicate by signing the enclosed copy of this letter and returning 
it to me. 


Sincerely, 



MEM:mmp 
Enclosures 

cc: Harry G. Steele 


APPROVED: 

Date: 


PM3000880003 


Source; https://www.industrydocuments.ucsf.edu/docs/xqyk0001 



